
Illinois Department of Public Health 
Office of Health Care Regulation 
525 W. Jefferson, 4 th Floor Conference Room, Springfield, IL 
122 S. Michigan Ave, Room 2023, Chicago, IL 
4212 West St. Charles Road, Bellwood, IL 


SPECIAL Long-Term Care Facility Advisory Board Meeting 


November 12, 2019 • 10:00 AM 


AGENDA 


I. Call to Order and Introductions 

II. New Business: 

A. BIMP: Informed Consent and Staffing Requirements 

III. Adjourn 
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